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LIMITED OFFICIAL USE JAKARTA 11120 

HING KONG FOR RSS, RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: DESTRUCTION EQUIPMENT - MODEL 2 INCINERATOR 

REE: A. STATE 211942 

B. RTC INSPECTION REPORT DATED 2/4/75 

C. RSS INSPECTION REPORT DATED 4/8/75 

1. REQUEST MODEL II INCINERATOR BE PROGRAMMED FOR 
AMEMBASSY JAKARTA. EMBASSY MODEL II IS INOPERATIVE 
REQUIRING MIDDLE EXHAUST RADIATION SHIELD, EXHAUST VENT 
PIPE AND OUTER SHELL. 

2. IF REQUEST APPROVED, PLEASE ADVISE TRANSPORTATION 
COST ESTIMTE. 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1 975JAKART 11120 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75031 2-0674 
From: JAKARTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750967/aaaacgzx.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 211942 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 JUL 2003 by BoyleJA>; APPROVED <18 NOV 2003 by CunninFX> 

Review Markings: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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